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Message Text 



UNCLASSIFIED 

PAGE 01 BRUSSE 05113 091638Z 
46 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NSAE-00 TRSE-00 EUR- 12 

ERDA-07 ISO-OO MC-02 ACDA-10 /039 W 

103059 

R 091322Z JUN 75 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 4124 

UNCLAS BRUSSELS 05113 

EXCON 

E.O. 11652: N/A 
TAGS: ESTC, BE 

SUBJECT: EXPORT TRANSACTION CHECK: MEASUREMENT SYSTEMS 
INTERNATIONAL, LASNE, BELGIUM 

REF: A. STATE 87559 AND 129325; B. BRUSSELS 5020 

1. SUBJECT FIRM ESTABLISHED 1972 TO MANUFACTURE AND ACT AS 
AGENT-DISTRIBUTOR OF PRECISION MEASURING SYSTEMS FOR METAL 
WORKING MACHINERY. IT IS SUBSIDIARY OF PRIMUS MANUFACTURING 
CO. OF SAN LORENZO, PUERTO RICO. FIRM HAS GOOD REPUTATION 
AND GOOD CREDIT RATING, ALTHOUGH IT SUFFERED MODEST OVERALL 
LOSS IN FY 1973, LATEST YEAR FOR WHICH INFO AVAILABLE. 

2. ACCORDING TO MANAGING DIRECTOR WILMORE, MSI SHIFTING 

FROM EUROPEAN MICROCIRCUITS TO MORE SOPHISTICATED COMPONENTS 
MANUFACTURED BY ROCKWELL AND INTEGRATING THEM IN THEIR 
PRODUCTION. EIGHT-FIVE PERCENT OF TOTAL PRODUCTION IS 
DESTINED FOR EXPORT TO WESTERN EUROPE AND SOUTH AFRICA, BUT 
PRINCIPALLY WITHIN COMMON MARKET. 

3. EMBASSY RECOMMENDS THAT EXPORT LICENSE BE ISSUED. 

4. WTDR SENT PER BRUSSELS 5020. FIRESTONE 
UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STRATEGIC TRADE CONTROLS, TRANSACTION CHECKS, MEASURING INSTRUMENTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 09 JUN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BRUSSE051 13 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750200-0871 
From: BRUSSELS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750666/aaaachzu.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 75 STATE 87559, 75 AND 129325, 75 BRUSSELS 5020 

Review Action: RELEASED, APPROVED 

Review Authority: greeneet 

Review Comment: n/a 

Review Content Flags: 

Review Date: 03 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 MAR 2003 by PhilliR0>; APPROVED <04 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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